OVERSEAS CONTINGENCY OPERATIONS 



Embassy Security, Construction, and Maintenance 
Resource Summary 

(S in thousands) 











Increase / 










Decrease 


Appropriations 


FY 2012 


FY 2013 


FY 2014 


From 


Actual 


CR () 


Request 


FY2012 


Embassy Security, Construction, and Maintenance 


115,700' 


33,000 


250,000 


134,300 


NEA 


115,700 


33,000 


250,000 


134,300 



FY 2012 Actual includes the transfer of $82.7 million from Diplomatic and Consular Programs for the Embassy Compound in 
Baghdad. Of the $33 million appropriated to ESCM for Iraq leases, $24 million was reprogrammed in the FY 2012 ESCM Spend 
Plan Congressional Notification to fund the lease fit-out in Tripoli. 



(1) The FY 2013 CR is based on the annualized continuing resolution calculation for FY 2013 (P.L. 1 12-175). 



Program Description 

The Department's request for Embassy Security, Construction, and Maintenance Overseas Contingency 
Operations (OCO) reflects those resources to support the personnel, programs, and projects that are 
essential to meeting these national security challenges. The inclusion of OCO funding for ESCM 
recognizes that the Bureau of Overseas Buildings Operations continues to have extraordinary facility 
costs at posts such as Iraq that are distinct from the construction and lease costs at other posts. 

Beginning in FY 2014, Overseas Contingency Operations funding in the Embassy Security, Construction, 
and Maintenance account will support overseas construction projects for both permanent and temporary 
facilities. The realigned overseas construction approach will enable the Department to create 
administrative and budgetary transparencies and efficiencies. 

Justification of Request 

The FY 2014 ESCM OCO Request is $250 million, which is $134.3 million above the FY 2012 Actual 
amount and covers costs for the construction of a new consulate compound in Erbil. Consulate General 
Erbil is key to facilitating discussions between the federal government in Baghdad and the Kurdish 
Regional Government, and is instrumental to the preservation of a stable, unified Iraq. The Erbil project 
will include the construction of a new consulate office building, general services office/support buildings, 
a consul general residence, recreational facilities, and parking and vehicular/pedestrian screening 
facilities. 
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OVERSEAS CONTINGENCY OPERATIONS 





Country / Account 




FY 2012 Actual 






FY 2013 CR 




FY 2014 Request 






Total 


OCO 


Enduring 


Total 


OCO 


Enduring 


Total 


OCO 


Enduring 




Total State Operations 


$3,420,537 


$3,205,300 


$215,237 


$3,564,593 


$3,326,300 


$238,293 


$1,178,070 


$897,229 


$280,841 




D&CP Ongoing Operations (incl. 
PD) 


3,231,802 


3,025,755 


206,047 


3,458,502 


3,229,455 


229,047 


881,839 


647,229 


234,610 




CIO (UNAMI) 


44,300 


44,300 


0 


44,300 


44,300 


0 


31,200 


0 


31,200 


IRAQ 


ESCM 


115,700 


115,700 


0 


33,000 


33,000 


0 


260,800 


250,000 


10,800 




ECA 


0 


0 


0 


0 


0 


0 


3,872 


0 


3,872 




OIG (includes SIGIR) 


28,735 


19,545 


9,190 


28,791 


19,545 


9,246 


359 


0 


359 












Total State Operations 


1,235,337 


1,132,641 


102,696 


1,240,805 


1,132,641 


108,164 


883,529 


547,585 


335,944 




D&CP Ongoing Operations (incl. 
PD) 


865,926 


833,993 


31,933 


865,926 


833,993 


31,933 


282,384 


126,053 


156,331 




WSP 


260,632 


189,869 


70,763 


260,632 


189,869 


70,763 


497,993 


371,882 


126,111 


AFGHANISTAN 


CIO (UNAMA) 


57,000 


57,000 


0 


57,000 


57,000 


0 


43,200 


0 


43,200 




ECA 


7,392 


7,392 


0 


7,392 


7,392 


0 


4,088 


0 


4,088 




OIG (includes SIGAR) 


44,387 


44,387 


0 


49,855 


44,387 


5,468 


55,864 


49,650 


6,214 












Total State Operations 


173,861 


143,955 


29,906 


173,894 


143,955 


29,939 


155,547 


54,327 


101,220 




D&CP Ongoing Operations (incl. 
PD) 


108,981 


89,415 


19,566 


108,981 


89,415 


19,566 


98,078 


35,248 


62,830 


PAKISTAN 


WSP 


51,302 


46,332 


4,970 


51,302 


46,332 


4,970 


49,845 


19,079 


30,766 




ECA 


8,208 


8,208 


0 


8,208 


8,208 


0 


4,540 


0 


4,540 




OIG 


5,370 


0 


5,370 


5,403 


0 


5,403 


3,084 


0 


3,084 












Total State Operations 


3,250 


3,250 


0 


3,250 


3,250 


0 


5,200 


0 


5,200 


OIG - MERO 


OIG 


3,250 


3,250 


0 


3,250 


3,250 


0 


5,200 


0 


5,200 












FRONT LINE STATES, TOTAL 


4,832,985 


4,485,146 


347,839 


4,982,542 


4,606,146 


376,396 


2,222,346 


1,499,141 


723,205 










Total State Operations 


129,500 


129,500 


0 


8,500 


8,500 


0 


0 


0 


o 


CSO 


CSO 


8,500 


8,500 


0 


8,500 


8,500 


0 


0 


0 


0 


NEA 


NEA 


121,000 


121,000 


0 


0 


0 


0 


0 


0 


0 












STATE OPERATIONS, TOTAL 


4,962,485 


4,614,646 


347,839 


4,991,042 


4,614,646 


376,396 


2,222,346 


1,499,141 


723,205 
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